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THIS IS UNEVALUATED INFORMATION 



Radar No, 1 at Mlada Airfield (See Memory Sketch, page 2) 

1. The radar station, referred to as Radar No. 1, was a rectangular, 
permanent installation with netting type background. The antenna 
measured three meters horizontally and 4.5 m. vertically: it was 
0.5 m. thick. Source never saw it rotate. The antenna was mounted 
0 , Y1Y S n a two-meter-high mast imbedded in a concrete base. A wooden hut, 

r_.. . . x 3 x 3 m,, was d ug into the ground near the radar set. I ~ 1 

25X1X — ] its distance from the radar. The hut had a cable 
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■ roof a — about 50 om. above the ground, which was sown with grass. \ 


"operated 24 hours daily, 
gun, was on 24-hour duty. 


| unabxe to ten whether the renar 

"One guard, armed with a 9 mm submaohine 
Source had no further information. 


o^Y-i^adar flo, 2 at Mlada Airfield (See Memory Sketch, page 3 ) 

2 * | Th e radar statio n , referred to as Radar No. 2. was a bowl type radar. 

cTrcuITri tnree meters m diameter, with oirouiar netting 
in front and solid metal semi-spherical back. The bowl was mounted on 
l high and 50 om. in diameter, which was imbJddJd in 

a concrete base, 1.75 m* in diameter, A wooden hut, 3 x 3 x 3 m 
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Memory Sketch" of ;Raid ar No. 1 
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